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SLIDING GATES 
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33-36 57th Street 
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~ Grant ELEVATOR EourpMent CorPORATION 
101 PARK AVENUE, NEW YORK, N.Y. | 
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» THE Coe GaTE OPERATOR HAS BEEN DEVELOPED TO FILL THE 
DEMAND FOR A PRACTICAL AND EASILY MOUNTED HANGER AND OPERATOR © 
FOR SLIDING GATES TO TELLER’S CAGES, ETC. IN LOW RAIL PARTIONS. 


THe GRANT GaTE OPERATOR 


— {IS A COMBINED DOUBLE ACTION CANTILEVER DOOR HANGER AND OIL 
CHECKING CLOSER, FACTORY BUILT IN ONE UNIT. MADE TO MOUNT AT 
BOTTOM OF GATE. 
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VIEW OF OPERATOR WITH COVER PLATE REMOVED. 


WHEN MOUNTED THE GRANT GATE OPERATOR DOES NOT CREST 
BEYOND THE GATE AT ANY POINT. 


NO SPECIAL CONSTRUCTION IS NECESSARY ON PARTITION TO RECEIVE. THE 
GRANT GATE OPERATOR. a 


GRANT ELEVATOR EQUIPMENT CORP. 101 PARK AVE., NEW YORK CITY 


THE GRANT GATE OPERATOR IS 


id A COMBINED HANGER AND OIL CHECKING CLOSER. me 


MADE IN 4 SIZES FOR 24", 26", 28" AND 30" GATE OPENINGS. 


MADE TO MOUNT ON SURFACE OF PARTITION WITH MACHINE’ a 
SCREWS. : sical 


DRILLING AND TAPPING CAN BE DONE AT FACTORY FROM OUR © 
TEMPLETS. , 


BEARINGS ARE BRONZE BUSHED WITH PERMANENT GRAPHITE 
LUBRICATION. GUARANTEED NOT TO SEIZE. 


| : ADJUSTABLE OIL ESCAPEMENT TO CONTROL CLOSING SPEED. — 


DOUBLE ACTION HANGER PRINCIPAL PERMITS MOUNTING ON PANEL 
SAME SIZE AS GATE.’ NO SPACE REQUIRED AT BACK OF GATE 
WHEN OPEN. 


DESIGNED TO HANG AND CLOSE GATES UP TO 100 LBS. 


CLOSING AND LOCKING OF GATES IS POSITIVE. 
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ie MECHANISM ENCLOSED IN STEEI, HOUSING FOR PROTECTION AGAINST 
DUST AND MOPPING SOLUTIONS. 
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GRANT ELEVATOR EQUIPMENT CORP. 101 PARK AVE., NEW YORK CITY. f : 
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GATE CLOSED 


GATE OPEN 
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101 PARK AVE., NEW YORK CITY. 


